ST.  MICHAEL  S  CHURCH,  CHARLESTON,  S.  C. 


ST.  MICHAEL'S  CHURCH 

The  most  interesting  monument  of 
colonial  days  to  be  found  in  Charles- 
ton. The  church  was  opened  for  wor- 
thip  in  1761,  the  bells  and  clock  being 
brought  from  England  in  1  764  and  the 
organ  in  1  768. 


